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Separate paging is given to this Part in order that It may he filed 
as a separate compilation. 


MINISTRY OF INFORMATION AND BROADCASTING 
ORDER 

New Delhi, the 9 th February 1968 

S.O. 657.—In pursuance of the directions issued under the provision of each 
of the enactments specified in the First Schedule to the order of the Government 
of India in the Ministry of Information and Broadcasting No. S.O. 3792, dated 
the 2nd December. 1966, the Central Government after considering the recom¬ 
mendations of the Film Advisory Board, Bombay hereby approves the films 
specified in column 2 of the Schedule annexed hereto in all their language versions 
to be of the description specified against each in column 6 of the said Schedule. 

Schedule 


S. No. Title of the film 

Length 

35 mm 

Name of the 
Applicant 

Name of the 
Producer 

Whether a scientific 
film or a film Intend¬ 
ed for educational 
purpose* or a film 
dealing with news 
and current events 
or a documentary 
film 

I 2 

3 

4 

5 

6 

t. Indian News 
Review 

No. 1009. 

302-67 M 

Film* Division, Government 
of India, Bombay-26, 

Film dealing with 
new* and current 
events. 
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2 . Rangoli (colour) 44-00 M Films Division, Government Documentary film, 

of India, Bombav- 26 . 

3 . Hospital Equip- 303-00 M -—do— —do— 

ment from 
India. 


[No. F. 24/1/68-FP ApP. 1229.] 

SHANTI LAL, Under Secy. 
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